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SUBJECT: TELECOMMUNICATIONS POLICY AND TECHNOLOGY 

REF: STATE 1 1 0463 

1. REGARDING REFTEL REQUEST, PLEASE INPORM CIA/RES/HSG THAT 
POLLOWING ARE CONSIDERED TOP ITALIAN PUBLICATIONS IN TELE- 
COMMUNICATIONS FIELD IN ORDER OP REPUTATION: 

A. "ALTA FREQUENZA," VIALE MONZA 259, MILAN 20126, PUBLISHED 
MONTHLY, YEARLY SUBSECRIPTION IS 32,000 ITALIAN LIRE, MAGAZINE 
DESCRIBED AS PRESENTATION OP STUDIES AND APPLIED RESEARCH IN 
ELECTRONICS AND TELECOMMUNICATIONS PIELD. "ALTA FREQUENZA" 
SPONSORED BY ITALIAN ELECTRONICS AND ELECTROTECHNICAL 
ASSOCIATION AND ITALIAN NATIONAL RESEARCH COUNCIL. 

B. "ELETTRONICA E TELECOMUNICAZIONI." 

C. "NOTE, RECENZIONI E NOTIZIE," PUBLISHED BY INSTITUTO 
SUPERIORE, MINISTERO POST E TELECOMUNICAZIONI, ROME. 

D. "TELECOMUNICAZIONI," PUBLISHED BY SOCIETA IT ALTANA TELE- 
COMUNICAZIONI SIEMENS, S.P.A., PIAZZALE ZAVATTARI 12, MILANO 
20149, QUARTERLY AT COST OF 2000 LIRE A YEAR. 
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2. INPORMATION ABOVE OBTAINED PROM COPIES OP JOURNALS PROVIDED 

BY RESPECTIVE PUBLISHING HOUSES. WE HAVE NOT RECEIVED COPIE YAGNELETT 

RONICA E TELECOMUNICAZIONI" OR "NOGURECENZIONI E 

NOTIZIE" BUT WILL PORWARD ASAP THE RELEVANT INPORMATION WHEN 

AVAILABLE. 
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3. ALL OF ABOVE JOURNALS CONSIDRED VERY ACCURATE AND 
RELIABLE WITHIN ITALIAN ELECTRONIC AND TELECOMMUNICATIONS 
RESEARCH CIRCLES WITH "ALTA EREQUENZA" RATED FIRST AMONG 
EQUALS.GARDNER 


CONFIDENTIAL 


NNN 


Margaret P. Grafeid Deciassified/Reieased US Department of State EO Systematic Review 22 May 2009 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: PUBLICATIONS, TELECOMMUNICATION 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 27-May-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 22 May 2009 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977ROME08818 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Expiration: 

Film Number: D7701 90-0523 

Format: TEL 
From: ROME 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1977059/aaaaahlp.tel 

Line Count: 66 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: ab6f179a-c288-dd11-92da-001cc4696bcc 
Office: ACTION INR 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: 77 STATE 110463 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 17-Mar-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2629576 
Secure: OPEN 
Status: NATIVE 

Subject: TELECOMMUNICATIONS POLICY AND TECHNOLOGY 
TAGS: ETEL, IT 
To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/ab6f1 79a-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
22 May 2009 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



